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October 20, 1899 



1796 



Inspection of vessels at Memphis from New Orleans. 

Memphis, Tenn., October 7, 1899. 
Sir : I have the honor to report that the steamers St. Louis and Alarm, 
from New Orleans, were inspected at this port daring the week just 
ended. 

Eespectfully, yours, John MoMxjllen, 

Assistant Surgeon, U. S. M. H. S., in Temporary Command. 

Inspection of immigrants at New York during September, 1899. 

New York, N. Y., October 10, 1899. 
Sir: Eeport of the number of immigrants examined by the medical 
examiners at the port of New York during the month of September, 
1899, and rejected as suffering from a loathsome or dangerous contagious 
disease : Number of steerage passengers examined during the month, 
24,780; rejected as suffering from loathsome or dangerous contagious 
disease and detained pending action of the Commissioner of Immigra- 
tion, 51. 
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a Landed by the board of special inquiry upon evidence of citizenship. 



Eespectfully, yours, 



L. L. "Williams, 
Surgeon, U. S. M. H. S. 



Inspection of immigrants at San Francisco Quarantine, Cal. 

San Francisco Quarantine Station, 

Angel Island, Gal., October 7, 1899. 
Sir: I have the honor to report that during the month of September, 
1899, 455 immigrants were inspected at the port of San Francisco, and 
that there were no rejections. 
Eespectfully, yours, 

J. J. Kinyoun, 
Surgeon, U. S. M. E. S. 



